394 


395 


396 
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ADDITIONAL ITEMS 


FOR EQUIPMENT LIST AA-X 


FAK FOR SYSTEM 4 


MP ESTIMATED 
NUMBER NOMENCLATURE UNIT COST 
12448 Preamplifier, Band 1A, per R-W 

Dwg» No. 50000508 $ 540.00 

12447 Preamplifier, Band 1B, per R-W 

Dwg. No. 50000568 540.00 
11756 Amplifier, I-F, Band 1, per 

R-W Dwg. No. 50241011 535.00 
11593 FM Discriminator Assembly, 

Band 1, per R-W Dwg. SK-24-31-1 875.00 
11136 Preamplifier, Band 2, per R-W 

Dwg. No. 50241331 520.00 
11216 Amplifier, I-F, Band 2, per 

R-W Dwe. No. 50241335 535.00 
11460 FM Discriminator Assembly, Band 

2-3, per R-W Dwg. No. 50241339 883.00 
L2445 Amplifier, I-F, Band 4-7, per 

R-W Dwg. No. 50241515 560.00 
12410 Encapsulated Blas Control Unit, 

per R-W Dwg. No. 502K2644A 150.00 
55083 Diode, Microwave Associates No. 

1N21 WE 35.00 
55082 Diode, Microwave Associates No. 

1N23 WE 35.00 
55081 Diode, General Electric Co. No. 

4 JIB2D4 -90 
55019 Diode, Sylvania Electric Co. No. 

1m62a 1.07 
12222 Spring Helical Extension, Bell & 

Howell No. 10089 (Modified to 11 1/4" 

length) 5.00 
12450 Film Magazine, Eastman Kodak, 50- 

foot Capacity, Iess Film 1.50 


eee 


4 


4-DPS -r-oyp- 
copy, c73) 


ESTIMATED 
AMOUNT 


$ 1,080.00 


1,080.00 


1,070.00 


1,750.00 


1,040.00 


1,070.00 


1,766.00 


1,120.00 


450.00 


140.00 


70.00 


3.60 


8.56 


10.00 


3.00 
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LIST ITEM 
NUMBER 


397 


398 


399 


400 


ho1 


hoe 


403 


hol 


ho5 


4.06 


ho7 


408 


409 
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1L2UL6 


24999 


25011 


55076 


45063 
20633 


20634 


20635 


20636 


40112 


50028 


99075 
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ADDITIONAL ITEMS 


FOR EQUIPMENT LIST AA-X 


FAK FOR SYSTEM 4 


ESTIMATED 
NOMENCLATURE UNIT COST 
Resin, Vinyl-Fluoride Coating, 
15% Solids, Product Techniques 
Inc. No. PT-207, Qt. Can $ 4.50 
FM Discriminator Assembly, Band 
4-7, per R-W Dwg. No. 50241518 875.00 
Diode, Syivania Electric Co. No. 
1LN26A 14.03 


Capacitor, Fixed Plastic, Dielectric, 
0.1 MFD, 5,000 V, Film Cap, Inc. No. 


D8-50-100, Type D 6.00 
Diode, Silicon, Power, Texas 

Instrument Co. No. 1M1131 14.00 
Tube, Vacuum, GL-6299 56.00 


Capacitor, Fixed, Ceramic, 
Dielectric, 1 MMF, GMV, 500 V, 
Sprague Electric No. 507€2 239 


Capacitor, Fixed, Ceramic, 
Dielectric, 1 MMF, GMV, 500 V, 
Sprague Electric No. 514Cl 219 


Capacitor, Variable, Glass, 
Dielectric, 1-7 MMF, Corning 
Glass No. 682055 3.09 


Capacitor, Variable, Glass, 
Dielectric, 0.5-3 MMF, Corning 
Glass No. 682024 3.09 


Coil, Radio Frequency, Applied 
Research Inc. No. ARI-400 .50 


Transistor, PNP, Germanium, 
Texas Instrument Co. No. 2N368 1.60 


Semiconductor Device, Diode, 
Silicon Rectifier, Pacific 
Semiconductor Inc. No. Ps20 2.67 


NO. OF 


UNITS 


12 


1.56 


-76 


15.45 


9-27 


3-00 


4.80 


32.04 
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ADDITIONAL ITEMS 


FOR EQUIPMENT LIST AA-X 


FAK FOR SYSTEM 4 


er amet NOMENCLATURE UNET COS? ETS AMOUNT 
no RSE EEE gn 6 8 ts 
hi 30270 Capacitor, Fixed, Glass, 
bch ne laben” neo 38.0 
a a 
413 56037 ee per R-W Dwg. No. 36 46 7.20 
41h 56038 baie A, per R-W Dwg. No. aie 20 9.00 
415 56040 reo per R-W Dwg. No. ag 56 9.00 
416 56042 dager ee per R-W Dwe- 4s 20 9.00 
418 56043 Sie tea per R-W Dwg. No. a e 7.00 
419 12275 materi per R-W Dwg. No. 3.50 a 35.00 _ 
20 12273 See per R-W Dwg. No. Be +6 2.50 
ov 12335 agers a per R-W Dwe- 306 6 12.00 
ee 0387 Gemmronston firing, per EDM ga 
oe Se Ge tia 
neh Soot a frase wo. sose a ak 
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LIST ITEM 
NUMBER 


45 
426 


oT 
428 
heg 
430 


Test 
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ADDITIONAL ITEMS 


FOR EQUIPMENT LIST AA-X 


FAK FOR SYSTEM 4 


MP ESTIMATED 
NUMBER NOMENCLATURE UNLT COST 
12277 Terminal, USECO No. 1280B $ 02 
30531 Capacitor, By-Pass, Centralab 

No e MFT =1000 e 29 
12344 Stud, Turnilock Fastener, 1/4 
Turn, Camloc Inc. No. 561-5 -O7 
12345 Washer, Split Retaining, Camloc 
Ine. No. 583-1 02 
11415 Digitometer, Electro-Mechanical 
Labe No. 1556 . 195.00 
12529 Digitometer, Blectro-Mechanical 
Labs. No. 15c8 195.00 
45115 Rectifier, High Voltage, 
Hewlett-Packard No. 212-201C 18.50 
45113 Tube, Thyratron, Hewlett- 
Packard No. HP212-45B (HP-45B 
Thyratron ) 15.50 
STOCK 
NUMBER NOMENCLATURE 


5960-503 -4837 
5960 -239-1993 


Tube, Vacuum, No. 6BCH 


Tube, Vacuum, No. 6WhGT or 6W4 


5960-166-7658 Tube, Vacuum, No. 6BE6 
5960-100-5898 Tube, Vacuum, No. 6X5 

5960 -188 -6589 Tube, Vacuum, No. 6BJ6 
5960 -284.-5845 miles Veeutin) No. 5725 


5960 -188~3968 Tube, Vacuum, No. 6E5 


5960-272 -8548 Tube, Vacuum, No. 5844 


5960-188 -8519 Tube, Vacuum, No. 6N7 


NO. OF 


nnn na vn Ww DW DW 


ESTIMATED 
AMOUNT 


$ =» 2h 


24 
195.00 
195.00 


111.00 


93.00 


ESTIMATED 
AMOUNT 
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ADDITIONAL ITEMS 


FOR EQUIPMENT LIST AA-X 


FAK FOR SYSTEM 4 


LIST ITEM MP NO. OF ESTIMATED 

NUMBER NUMBER NOMENCLATURE UNITS AMOUNT 
hyo 5960-100-5894 Tube, Vacuum, No. 6V6GT or 6V6 6 GFE 
43 5960-501 -0863 Tube, Vacuum, No. 6390 6 GFE 
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